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INTRODUCTION 

The  resonant  frequencies  of  internal  visceral  organs  of  the  dog 
have  been  measured  in  earlier  work  (ref.  1  and  2)  in  this  laboratory. 

These  experiments  were  performed  upon  animals  which  were  anesthetized 
and  fasting,  upon  animals  immediately  after  feeding,  upon  animals  which 
were  breathing  pure  oxygen  instead  of  air,  and  upon  animals  which  were 
unanesthetized.  In  all  these  experiments,  the  direction  of  oscillation 
in  which  the  resonance  was  determined  was  the  longitudinal  (Z)  axis  of 
the  body.  In  the  present  tests,  the  resonant  frequency  of  a  number  of 
organs  was  measured  along  X,  Y,  and  Z  axes  in  each  animal.  The  animal 
chosen  for  the  test  was  the  anesthetized  dog. 

EXPERIMENTAL  METHODS 

In  these  experiments,  the  dogs  used  weighed  from  10  to  20  kilo¬ 
grams.  The  animals  selected  were  in  good  health.  Tantalum  implants  in 
the  form  of  flat  plaques  1  to  2  centimeters  square  and  cylindrical  rings 
1  centimeter  wide  were  sutured  under  aseptic  conditions  in  various  regions 
within  the  animal.  The  tantalum  material  was  10  to  15  thousandths  of  an 
inch  thick.  The  rings  were  sutured  around  the  small  intesMnes,  and  the 
plaques  were  sutured  to  suitable  areas  of  the  organs  or  regions  studied. 

After  recovery  from  surgery,  which  was  a  period  of  not  less  than 
several  months,  the  experiments  were  performed.  The  animal  was  anesthe¬ 
tized  with  Pentobarbital  (32/mgm/kgm  of  body  weight)  and  by  means  of  a 
heavy  canvas  jacket  fastened  firmly  within  a  plastic  cradle  attached 
rigidly  to  the  vibration  test  stand  (ref.  1).  The  canvas  jacket  was 
secured  by  strong  cords  in  such  a  fashion  that  the  spinal  column  of  the 
animal  was  immobilized.  To  prevent  overheating  the  animal,  cold  water 
was  passed  continuously  through  the  copper  tubing  placed  within  the 
canvas  jacket  in  such  a  location  as  not  to  obscure  the  X-ray  beam. 

Ihe  cooling  arrangement  consisted  of  five  2-foot  lengths  of  copper 
tubing,  3/8  inch  outside  diameter  end  1/4  inch  inside  diameter  placed 
side  by  side  and  connected  in  series  by  rubber  tubing  at  the  ends.  The 
tendency  of  the  animal  to  overheat  arose  in  the  higher  frequency  range  of 
oscillation.  By  properly  adjusting  the  flow  of  cold  water,  it  was  possible 
to  maintain  a  constant  rectal  temperature. 

As  described  in  earlier  work  (ref.  1),  the  resonant  frequency  and 
damping  factor  forthe  organ  under  study  was  determined  by  means  of  a 
special  type  of  X-ray  Kymograph".  The  X-ray  shadow  of  the  tantalum  im¬ 
plant  and  the  reference  rod  on  the  vibration  test  stand  were  cast  through 
a  slit  in  a  leaded  screen  upon  a  photographic  plate  which  was  moving  at 
a  velocity  of  60  millimeters  per  second.  The  oscillation  of  the  vibration 
test  stand  produced  motions  of  the  implant  and  of  the  vibrator  reference 
rod.  The  motions  of  the  implant  and  reference  rod  produced  motions  of 
their  X-ray  shadows  along  the  slit  in  the  leaded  screen  so  that  their 
movements  were  recorded  as  oscillating  traces  on  the  photographic  plate. 
From  these  records  were  made  the  measurements  of  the  relative  amplitude 
of  movement  of  the  implant  and  of  the  vibration  test  table.  The  phase 
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lag  occurring  between  implant  and  vibration  test  table  was  also  mea¬ 
sured.  The  range  of  frequency  tested  wap  from  J.  to  10  cycles  per 
second  and  the  amplitude  of  the  vibration  test  oscillation  was  main¬ 
tained  at  10  millimeters  of  double  amplitude. 

ft 

i, 

The  vibration  test  stand  was  a  VU-DM-1Q0  L.A.B,  Corp.  vibration 
tept  tables  This  system  could  provide  oscillations  in  the  desired 
range  o£  frequency,  in  horizontal,  lateral  or  vertical  directions. 

With  appropriate  orientation  of  the  X-ray  Kymograph  arrangement,  it 
was  possible  to  observe  the  vibration  effects  on  the  dog  in  supine 
position  along  the  dorso-ventral  or  "X"  axis,  along  the  lateral  right- 
to-left  or  M Y”  axis,  and  along  the  foot-to-head  direction  or  "Z"  axis. 

Vibration  of  the  animal  along  the  "Z”  and  "X”  axes  was  made  in  all 
cases  with  the  animal  in  a  supine  position  and  with  the  direction  of 
motion  of  the  vibration  test  table  respectively  horizontal  and  vertical. 

In  all  but  one  case,  the  vibration  along  the  "Y"  axis  was  observed  with 
the  animal  lying  on  its  side  and  the  motion  of  the  test  table  vertical. 

In  the  one  case,  the  animal  was  in  a  supine  position  and  the  vibration 
was  horizontal. 

In  these  experiments,  the  relative  amplitude  measurements  were  made 
at  discrete  frequencies  in  steps  of  1  cycle  per  second  or  less.  In  some 
cases,  near  the  resonant  frequency,  the  steps  were  reduced  to  approximately 
172  cycle  per  second.  This  meant  that  the  accuracy-,,  of  determining  the 
resonance  frequency  is  within  1/2  cycle  per  second.  The  procedure  in 
determining  the  resonance  frequency  of  the  region  or  organ  under  consi¬ 
deration  was  as  follows:  The  ratio  of  movement  of  the  implant  to  the 
movement  of  the  reference  rod  on  the  oscillation  test  ^tand  platform  was 
computed  for  each  frequency  tested.  Of  course  both  movements  recorded  on 
the  photographic  plate  were  corrected  for  magnification  so  that  the  ratio 
calculations  were  from  the  actual  movement  in  millimeters  of  the  opaque 
object  and  of  the  reference  rod.  This  ratio  of  relative  amplitude  was 
plotted  as  the  ordinate  in  graphs,  Figures  1,  2,  and  3,  in  which  the 
abscissa  was  the  ffbquency  of  the  forcing  oscillation.  The  point  on 
the  graph  at  which  the  relative  amplitude  is  maximum  is  within  a  few 
percent  of  the  resonant  frequency.  Assuming  that  the  oscillating  system 
is  of  a  simple  second  order  type,  the  true  resonant  frequency  can  be  com¬ 
puted  as  follows:  The  numerical  value  of  the  relative  amplitude  at  its 
maximum  point  permits  the  determination  from  Table  1  of  the  value  of  the 
damping  coefficient  and  the  value  of  the  frequency  multiplier  correction. 
The  product  of  the  multiplier  correction  and  the  frequency  at  the  point 
of  maximum  relative  amplitude  gives  the  value  of  the  true  resonant  fre¬ 
quency  of  the  region  under  observation. 
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TABLE  I* 

RELATIVE  AMPLITUDE.  DAMPING  AND  RESONANT  FREQUENCY  CORRECTION  FACTOR 
FOR  A  SIMPLE  SECOND  ORDER  SYSTEM. 


Relative  Amplitude 
(At  max imam) 

( Imp lan  t/ Shaker ) 

Damping 

Coefficient 

Frequency  Correction 
Multiplier 

6.0 

0.085 

1.001 

5.5 

0.093 

1.002 

5.0 

0.102 

1.002 

4.5 

o.n;: 

1.005 

4.0 

0.130 

1.008 

3.5 

0.150 

1.015 

3.0 

0.179 

1.027 

2.5 

0.223 

1.044 

2.0 

0.399 

1.0/3 

1.5 

0.478 

1.142 

♦Table  is  obtained 

from  reference 

2 

X-Axi* 

n.  =  8.8 

.  C-U.4U 

0 

Figure  1. 

Graph  of  relative  amplitude 
response  vs.  frequency  for  vi¬ 
bration  along  three  axes.  Organs 
tested:  Thoracic  aorta,  apex  of 
heart,  rib,  central  diaphragm. 

Stars  are  points  calculated  from 
theoretical  equation  for  values  of 
resonant  frequency  and  damping  given 
in  graph. 
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Figure  2. 

Graph  of  relative  amplitude  response  vs. 
frequency  for  vibration  along  three  axes. 
Organs  tested:  stomach,  large  intestine, 
kidney.  Stars  are  points  calculated  from 
theoretical  equation  for  values  of  resonant 
frequency  and  damping  given  in  graph. 


Figure  3. 

Graph  of  relative  amplitude  response 
vs.  frequency  for  vibration  along 
three  axes.  Organs  tested:  urinary 
bladder,  rectum.  Stars  are  points 
calculated  from  theoretical  equation 
for  values  of  resonant  frequency  and 
damping  given  in  graph. 
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Experiments  were  performed  upon  nine  dogs  in  some  of  which  we~e 
several  implants,.  In  several  tests,  observations  were  repeated  upon  the 
sane  organ  which  enabled  an  estimate  of  the.  accuracy  of  the  determination 
of  the  resonance  frequency.  This  accuracy  is  plus  or  minus  1/2  cycle  per 
second.  ; 

EXPERIMENTAL  RESULTS 

I 

The  data  for  the  estimation  of  the  lesonance  frequencies  is  presented 
graphically  in  figures  1,  2,  and  3.  In  Table  II  are  summarized  the  values 
of  the  resonant  frequency  of  various  internal  regions  as  determined  from  the 
peak  relative  amplitudes.  The  results  are  illustrated  by  figure  A.  As  can 
be  seen  both  from  examination  of  Table  II  and  figure  4,  the  resonance  fre¬ 
quency  of  visceral  organs  along  the  X  and  Y  axes  are  essentially  the  same, 
being  8.9  and  9.3  cycles  per  second  respectively  as  averages  for  all  organs. 

The  value  along  the  Z  or  longitudinal  axis  has  an  average  value  of  4.4  cycles 
per  second,  which  value  agrees  very  well  with  the  results  of  the  previous  ex¬ 
periments  on  the  dog.  Since  the  experimental  error  of  these  observations  is 
of  the  order  of  1/2  cycle  per  second,  the  difference  between  mean  values  of 
the  X  and  Y  axes  is  not  significant.  However,  the  value  of  the  resonant  fre¬ 
quency  along  the  Z  axis  Is  or;,  all  cases  bigaiticantly  different  from  the  values 
along  the  X  and  Y  axes.  j 


TABLE  II 

RESONANT  FREQUENCY 


AXIS 


X 

i  ; 

Z 

Thoracic  Aorta 

7.7 

9.9  ! 

» 

4  =  3 

Apex  of  Heart 

9.8 

8.2  | 

i 

4,8 

Ribs  ■ 

8.6 

9.5  ? 

4.3 

Central  Diaphragm 

7.9 

8.6  | 

5.0 

Stomach 

n.o 

10.4  } 

4.2 

Large  Intestine 

7.9 

,0.1 

4.2 

Rectum 

8.0 

8.6 

4.4 

Urinary  Bladder 

10.3 

8,1 

4.5 

Right  Kidney 

8.6 

10.1 

4.2 

,  ,„\o  G°' 

r>  U  f-/ 

r  ;-  \ 


■A  *''• 


AVERAGE 
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Resonant  Frequency  sec'1 


Region  of  implant 

Thoracic  Aorta 
Apex  of  Heart 
Rib 

Central  Diaphragm 
Stomach 
Large  Intestine 
Rectum 

Urinary  Bladder 
Right  Kidney 


X  Axis 


Y  Axis 

5 


Z  Axis 


10  0 


Figure  4.  Resonant  Frequencies  of  Various  Visceral  Regions 

The  damping  coefficients,  1.  e.,  ratio  of  the  actual  damping  to  the 
critical  value  as  found  from  these  experiments  are  recorded  In  Table  III 
and  in  Figure  5.  These  values  are  related  to  the  corresponding  values 
in  the  table  of  resonance  frequency.  There  is  little  difference  between 
the  mean  values  of  all  organs  along  the  X,  Y,  and  Z  axes,  these  values 
being  0.38,  0.38,  and  0.32  respectively.  The  overall  mean  value  is  of 
the  order  of  0.36.  These  values  are  essentially  the  same  as  found  for 
the  long  axis  of  the  body  in  previous  experimental  work. 

Damping  Coefficient! 

o 

Region  of  Implant  X  Axis  Y  Axis  Z  Axis 

0  0.5  0  0.5  0  0.5 

_  -  I I . . . I 1 L 1 . J L_  I 1 I . I I 

Thoracic  Aorta 
Apex  of  Heart 
Rib 

Central  Diaphragm 
Stomach 
Large  Intestine 
Rectum 

Urinary  Bladder 
Right  Kidney 


Figure  5.  Damping  Coefficients  of  Various  Visceral  Regions 
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TABLE  III 

DAMPING  COEFFICIENT 

1  AXIS 

X 

Y  i 

z 

Thoracic  Aorta 

0*31 

0.33 

0.36 

Apex  of  Heart 

0.40 

0.46 

0.38 

Ribs 

0.30 

0.51 

0.31 

Central  Diaphragm 

0.26 

0.30 

0.41 

Stomach 

0.58 

0.47* 

S 

0.40 

> 

0.21 

Large  Intestine 

0.39 

0.21 

Rec  turn 

0.44 

0.34‘ 

0.36 

Urinary  Bladder 

0.46 

0.20* 

0.42 

Right  Ridney 

0.26 

0.<t0; 

s 

0.23 

AVERAGE 

0.38  j 

1 

DISCUSSION  AND  RESULTS 

0.38j 

1  • 
i-  ;  * 

-  ? 

0.32 

Ihe  most  marked  finding  in  these  experiments  was  the  significant  dif¬ 
ference  in  resonance  frequency  between  the  measurements  from  the  long  axis 
of  the  body  and  the  2  other  axes  at  right  angles  to  this,  i.  e.,  the  lateral 
and  the  dorso- ventral.  In  the  present  experiment, 1  the  longitudinal  reso¬ 
nance  frequency  values  are  essentially  dhe  same  as ! the  longitudinal  reso¬ 
nance  frequency  values  found  in  the  previous  research  reported  from  this 
laboratory.  However,  the  lateral  and  dor so- ventral  Rvalues  are  approximately 
twice  as  large,  j  %  ’  :  |  f  f;  ;  p  {  } 

|  1  ■  i  f  M  :  p ; 

The  difference  between  the  resonance  frequency  in  the  lateral  axes  as 
compared  with  the  longitudinal  axis  is  Well ] founded  in  the  experimental 
data.  This  is  easily  seen  from  a  con cfHera tier;  of 'figures  1,  2,  and  3, 
which  are  concerned  with  the  relative  amplitude  of Ivibration* and  of  figures 
6,  7,  and  8  which  show  the  phase  lag  between  implant  and  forcing  oscillation. 
In  these  figures,'  the  data  is  arranged  in  organ’ groups  from  thoracic,  ab¬ 
dominal  and  pelvic  regions.  Along  with  the  experimental  points  on  each 
graph  are  plotted  points  from  a  theoretical  curve  based  on  the  assumption 
that  the  motion  is  of  a  simple  second  order  type*  ?An  estimate  of  resonance 
frequency  and  damping  for  each  group  of  curves  was  made,  giving  a  reason¬ 
able  fit  of  the  data.  The  results,  which  in  a  sense  arise  from  all  the 
data,  are  summarized  in  Table  IV  and  are  in  good  agreement  with  the  values 
on  Tables  II  and  III  determined  from  a  single  point  (the  point  of  maximum 
relative  amplitude)  in  each  experiment, 

i 

In  general,  ; ot  vibration  along  a  single  axis,  the  results  from  the 
various  visceral  regions  are  in  good  agreement  except  for  small  differences 
in  damping  and  possibly  a  small  difference  in  the  resonance  frequency  in 
the  lateral  vibration  -  between  abdominal  and  pelvic  regions.  Again,  there 
is  a  significant  difference  in  resonance  frequency  for  vibration  along  the 
longitudinal  a:  is  as  compared  with  vibration  along  transverse  axes. 
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Phase  Lag 


Graph  of  phase  lag  vs. 
frequency  for  vibration 
along  three  axes.  Organs 
tested:  thoracic  aorta, 
apex  of  heart,  rib,  central 
diaphragm.  Stars  are  points 
calculated  for  theoretical 
equation  for  values  of  re¬ 
sonant  frequency  and  damping 
given  on  graph. 


Figure  7.  Graph  of  phase 
lag  vs.  frequency  for  vi¬ 
bration  along  three  axes. 
Organs  tested:  stomach, 
large  intestine,  kidney. 
Stars  are  points  calcu¬ 
lated  from  theoretical 
equation  for  values  of 
resonant  frequency  and 
damping  given  on  graph. 


TABLE  IV 


< 


Figure  8. 

Graph  of  phaae  lag  vs.  frequency  for  vibration  along 
three  axes.  Organs  tested:  Urinary  bladder,  rectum. 
Stars  are  points  calculated  from  theoretical  equation 
for  values  of  resonant  frequency  and  damping  given  in 
graph. 
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In  previous  work,  (ref.  1),  the  resonance  frequency  of  3  to  5  cycles 
per  second  of  visceral  organs  in  the  longitudinal  direction  was  largely 
determined  by  the  elasticity  of  the  abdomen,  since  restraining  the  abdomen 
raised  the  resonance  frequency. 

Ihe  observation  that  resonance  frequency  along  a  lateral  axis  is 
greater  than  that  along  the  longitudinal  axis  indicates  an  increase  in 
the  elasticity  to  mass  ratio.  This  could  be  due  to  a  greater  involvement 
of  other  structures,  such  as  the  ribs,  in  the  lateral  directions.  A 
further  possible  explanation  would  arise  if  the  number  of  elastic  fibers 
were  proportional  to  the  perimeteral  length  involved  in  the  vibration. 

Long  sides  would  involve  more  elastic  fibers  than  short  ends,  hence  lat¬ 
eral  motion  would  be  at  a  higher  natural  resonance  than  longitudinal 
movements. 
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SUMMARY 


In  these  experiments,  the  resonance  frequency  of  the  visceral  organs 
of  the  anesthetized  dog  were  measured  along  3  axes,  namely  dorso- ventral, 
(back-to-front),  lateral,  (left-to-right),  and  the  longitudinal,  (foot-to- 
head).  These  resonance  frequencies  have  average  values  for  all  these  organs 
respectively  of  8.9,  9.1  and  4.4  cycles  per  second.  The  values  of  the  damp¬ 
ing  coefficients  associated  with  these  resonance  frequencies  are  respectively 
0.37,  0.35,  and  0,29. 
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